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9A. BID REQUEST BY ROMANIAN FOREIGN TRADE ORGANIZATION 
METAROM 

10. DESCRIPTION 

3662626 - ONE ULTRASONIC CONTROL DEVICE 

FOR NON-DESTRUCTIVE TESTING CARBON STEEL AND LOW ALLOY STEEL 
PIPES, WITH MAXIMUM CAPACITY OF 60 METERS OF PIPE/MINUTE. DIMENSIONS 
OF THE PIPES: OUTSIDE DIAMETER FROM 5MM TO 90 MM; WALL THICKNESS 
-FROM 1MM TO 10 MM; LENGTH - 4 METERS TO 18 METERS. THE 
DEFECTS THE DEVICE SHOULD BE CAPABLE OF CHECKING ARE LONGI- 
TUDINAL, 

TRANSVERSAL AND OBLIQUE TO MINIMUM LENGTH OF 
20 MM AND MINIMUM DEPTH OF 0.2 MM. THE PIPES ARE COLD 
DRAWN OR HOT ROLLED. 

THE OFFER SHOULD ENCOMPASS THE ELECTRONIC CONTROL DEVICE, 

THE WALL THICKNESS MEASURING DEVICE, THE DEFECT MARKING 
DEVICE, TECHNICAL DOCUMENTATION, SPARE PARTS FOR ONE AND 
A HALF YEARS AND TECHNICAL ASSISTANCE FOR THE INSTALLATION. 

1 1 . BACKGROUND: THE NEXT FIVE YEAR PLAN FORESEES A SUB- 
STANTIAL GROWTH OF ROMANIA'S PIPE PRODUCTION, FOCUSING ON 
THE MANUFACTURING OF SPECIAL PIPES - EXTRUDED, STAINLESS 
STEEL, SMALL DIAMETER PIPES. NEW PIPE PLANTS WILL BE 
ERECTED IN 1) BUCHAREST (DUE TO START WORKING EARLY 1978), 

2) ZTMNTCF. A/TF.T .FORM AN COUNTY AND 3) ZALAU/ALSAJ COUNTY (WHICH 
WILL PRODUCE 300,000 TONS OF UNWELDED PIPES/YEAR). ADDED 
TO BUCHAREST’S REPUBLICA PLANT WILL BE AN EXTRUSION SECTION 
CAPABLE OF PRODUCING 40,000 TONS OF PIPES/YEAR. 

DEPARTMENT 13 OF FTO METAROM HANDLES ALL IMPORTS FOR THESE 
PROJECTS. METAROM WOULD APPRECIATE RECEIVING CONCRETE 
OFFERS AND/OR INFORMATIVE MATERIAL FROM INTERESTED AMERICAN 
COMPANIES AS SOON AS POSSIBLE. 
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